14 October 1957 
Lakehead Amateur Radio Club 
Meeting opened at 8:30 p.m. 
Fifteen members present. 
In connection with Club House —- a work party to take care of 
the floors, insulation etc. Hydro. Bert Lambert - VE3BKY to be 


contacted in the event of installation. 


Mr. Bob Andrews (is this VE3BFM?) Gave a talk on propagation. 
Meteor showers and their use in connection with same. 


Meeting adjourned at 10 p.m. on motion of George Lord — 
VE3BYG. 
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